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SOURCE: American National Election Studies, 1980-1992; 
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Q m So you think the nation’s economy is getting better,, 
s getting worse or staying about the same? 



Percentages shown for years 1981-1992 are the averages of all 
ABC/Money magazine polls for that year. Total for Dec. 1995 is 
from Posf/Kaiser/Harvard survey. 
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, The results of this joint Washington Post/Kaiser Family 
Foundation/Harvard University national survey are based on telephone 
interviews with 1,514 randomly selected adults, conducted 
Nov 28-Dec. 4, 1995. The margin of sampling error for the overall results 
is plus or minus 3 percentage points; the margin of error for subgroup 
populations is larger. Sampling error is but one source of many potential 
errors in this or any other opinion poll. Interviewing was done by Princeton 
Survey Research Associates of Princeton, N.j. 



